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SECTION A-A 


NOTES: 


SIZE: AS568-019 
1. 


MATERIAL: NITRILE RUBBER 
2. 


DUROMETER: 50A 
3. 


SUGGESTED VENDOR: PARKER 
4. 


SUGGESTED VENDOR P/N: N0299 2-019 
5. 
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